SURGEON GENERAL'S WARNING: Cigarette 

Smoke Contains Carbon Monoxide. ■Marlboro 


lights Mamhol 10 mg *tar.* 0 8 mg nicotine 100 s & Kings 11 mg ‘Wt.‘ 0 9 mg mcotina-llotiom: Kings 12 mg ‘Mr.* 

0 8 mg nicotine 100's 13 mg *tnr.' 10 mg nicotmo-Rtgular 16 mg ’tat.’ 12 mg nicotian av pot cigaratto by FTC method 



Source: https://www.industrydocuments.ucsf.edu/docs/jpbv0004 ! 







